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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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Indian Standard 

DIMENSIONS FOR 

LUBRICATION HOLES, GROOVES AND 

BORE RELIEFS 



( Reaffirmed 2003 ) 



1. Scope — Covers the types and dimensions of lubrication holes, grooves and bore reliefs used for 
lubrication. 

2. Lubrication Holes 

2.1 Types and Dimensions 
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2.2 Tolerance — Medium class according to 18:2102-1969 'Allowable deviations for dimensions 
without specified tolerances ( first revision ) \ 

2J Designation — Lubrication hole of type B having </• = 3 mm shall be designated as; 

Lubrication Hole B 3 IS : 7745 
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3. Lubrication Grooves 

3.1 Types and Dimensions 
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'All dimensions In millimetres. 
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TYPE H 



3.2 Tolerance — Medium class acdording to IS : 21 02-1 969. 

3.3 Designation — Lubrication groove of Type having <i = 1 '2 mm shall be designated as: 

Lubrication Groove D 1-2 IS : 7745 
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4. Lubrication Bore Reliefs 

4,1 Type and Dimensions 




TYPE K 
All dimensions in millimetres* 
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4.2 Tolerances — Medium class according to IS : 2102-1969. 

4.3 Designation — Lubrication bore relief of Type K with t^ » 2 5 mm shall be designated as: 

Lubrication Bore Relief K 2*5 IS : 7745 






EXPLANATORY NOTE 

This standard lays down the basis for selecting the dimensions of lubricating holes, grooves 
and bore reliefs according to a given size of bearing. The application would depend on the particular 
working conditions. Different types of holes and grooves have been specified, depending upon the 
type and material of the bearing. 

This standard also indicates the method of designating lubricating holes, grooves and bore 
reliefs for showing on the drawings, etc. 

Assistance has been derived from DIN 1591-1969 ' Lubrication holes, grooves and bore reliefs 
issued by Oeutsches Institut fur Normung (DIN). 
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